MODULE CONFIGURATION GUIDELINES 


FC-202 Floppy Controller Card. v. 

This controller card has one jumper option: 

jumper installed next to Z13 the bootstrap option is 
When the bootstrap sequence is initiated the FC-202 
card will boot the floppy diskette that is in drive 0. 

Notes: 

(1) The FC-202 will only boot DOUBLE DENSITY 
ENCODED, DY based floppy diskettes. 

(2) This bootstrap program cannot be viewed via 
ODT (processor microcode). 

(3) The bootstrap is at the standard address 
(773000). All other bootstrap idevices must be 
disabled while using the one on the FC-202. 


FC-201 Floppy Controller Card: 

This controller card has one jumper option: 

With the jumper installed next to Z13 the bootstrap option is 
enabled. When the bootstrap sequence is initiated the FC-201 
controller card will boot the floppy diskette that is in drive 0. 

Notes: 

(1) The FC-201 will only boot SINGLE DENSITY, DX based 
floppy diskettes. 

(2) This bootstrap program cannot be viewed via ODT. 

(3) The bootstrap is located at the standard address 
(773000). All other bootstrap devices at the 
address must be disabled while using the one on the 
FC-201 . 


The controller card serial number appears on the 40 pin connector. 
Please use this number whenever you need to contact CRDS about this 
controller. 

For more complete description of either the FC-202 or the FC-201 
controller, refer to the respective "CRDS FD-211 Users Manual". 

FC-201 and FC-202 are trademarks of CHARLES RIVER DATA SYSTEMS, INC. 
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CHARLES RIVER DATA SYSTEMS, INC. 


FOUR TECH CIRCLE 
NATICK, MASS. 01760 
TEL: (617) 655-1800 
TWX: 710 386 0523 


April 28, 1981 


Below is the latest approved list of Floppy Diskettes. 


TYPE 

DESCRIPTION 

DYSAN 

VERBATIM 

MAXELL 

IBM 

3M 

Single 

Single 

Sided 

Density 

Equiv. IBM 
Diskette I 

Soft Sector 

800-514 

3202(CAS-8) 

(FD34-9000) 

FD1-XDM- 

1200 

1669550 

740-0 

Single 

Double 

Sided 

Density 

Soft Sector 
MF211, FD211 

800-518 

7756(CAS-8) 

(FD34-8000) 

FD1-XDM- 

1200 


741-0 

Double 

Double 

Sided 

Density 

Soft Sector 
FD411, MF411 

800-850 


FD2-XDM- 

1200 

1766872 

743-0 


ADDRESSES OF VENDORS 

MAXELL CORPORATION OF AMERICA 
60 Oxford Drive 
Moonachie, NJ 0707A 
(201) 440-8020 

VERBATIM CORPORATION 
323 Soquel Way 
Syxmyvale, CA 94086 
(408) 245-4400 

DYSAN CORPORATION 
5440 Patrick Henry Drive 
Santa Clara, CA 95050 
(408) 727-4109 
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